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Message Text 


UNCLASSIFIED 

PAGE 01 ABU DH 02129 051042Z 

12 

ACTION NEA- 10 

INFO OCT-01 EUR- 1 2 ISO-OO EB-07 /030W 

015632 

R 050715Z AUG 76 
FM AMEMBASSY ABU DHABI 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 4742 
AMEMBASSY ATHENS 

UNCLAS ABU DHABI 2129 

USDOC FOR SIPS, CAGNE 
ATHENS FOR RTDO 

E.O. 11652: NA 
TAGS: BTIO, TC 

SUB J : FOEIGN GOVERNMENT TENDER: SUPPLY AND ERECTION OF SEWAGE 
PUMPING PLANTS. 

REF: ABU DHABI 1364 

1. 520/0 1/T0031 

2. PIPTUY 

3. RB COURTNEY 

4. 520 UAE 

5. NA. 

6A. TENDER DOCUMENTS CAN BE OBTAINED: 

6B. N/A 

6C. FOR A FEE OF 2000 DIRHAMS (ONE DOLLAR EQUALS 3.94 DIRHAMS) 
FROM : 

SEWERAGE PROJECTS COMMITTEE 
PO BOX 3487 

FAYED BLDG - HAMDAN STREET 
ABU DHABI. UAE 

OR FOR A FEE OF 300 POUNDS STERLING FROM: 

JOHN TAYLOR AND SONS 
ARTILLERY HOUSE 
ARTILLERY ROW 
UNCLASSIFIED 

UNCLASSIFIED 
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7. SEWERAGE PROJECTS COMMITTEE CONTACT NO. 108 

8. 1 NOV 1976 AT 1800 HOURS 
9.201 

10. 9917303/0000. INVITATIOSSTO TENDER READS AS FOLLOWS: 

GOVERNMENT OF ABU DHABI 
SEWRAGE PROJECTS COMMITTEE 
TENDER NOTICE CONTRACT NO. 1084 

SUPPLY AND ERECTION OF PUMPING PLANT AND ASSOCIATED MA- 
CHINERY 

FOR PS. l.PS 5 AND PS 6. 

COMPOSITE TENDERS ARE INVITED FROM EXPERIENCED CONTRACTOS 
FOR THE MANUFACTURE. TEMPORARY ERECTION AND TESTING AT THE 
CONTRACTOR S WORKS, CONVEYANCE TO SITE AND RE-ERECTION 
OF PMPING EQUIPMENT AND ASSOCIATED PLANT, TOGETHER WITH 
STANDBY GENERATION PLANT FOR THREE PUMPING STATIONS AS 
FOLLOWS: 

PS 1 

2 NO. VERTICAL SHAFT ELECTRICALLY DRIVEN SEWAGE PUMPS 
EACH RATED TO DELIVER 125 LITRES PER SECOND AGAINST 
AN EXTERNAL HEAD OF 14.3 METRES. 

5 NO. VERTICAL SHAFT ELECTRICALLY DRIVEN SEWAGE PUMPS 
EACH RATED TO DELIVER 685 LITRES PER SECOND AGAINST 
AN EXTERNAL HEAD OF 34.6 METRES. 

3NO. MECHANICALLY RAKED GRAB SCREENS WITH CONVEYOR AND 
SCREEEING PRESS. 

E NO. DIESEL ALTERNATOR SETS EACH RATED FOR 
APPROXIMATELY 1.300 KW AND GENRATING AT 3.3 KV 

PS5 

2 NO. HORIZONTAL DIRECT DRIVEN SEWAGE PUMPS 
EACH RATED TO DELIVER 150 LITRES PER SECOND 
UNCLASSIFIED 
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AGAINST AN EXTERNAL HEAD OF 3 1 .0 METRES. 

6 NO. HORIZONTAL DIRECT DRIVEN SEWAGE PUMPS EACH 
RATED TO DELIVER 625 LITRES PER SECOND AGQ 

NST AN 

EXTERNAL HEAD OF 56.5 METRES. 

1NO. 7 TONNE PER DAY OXYGEN MANUFACTURING PLANT. 
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4 NO. DIESEL ALTERNATOR SETS EACH RATED FOR APPROXI- 
MATELY 1,300 KW AND GENRATING AT 3.3 KV. 

PS 6 

3NO. VARTICAL SHKJT ELECTRICALLY DRIVEN SEWAGE 
PUMPS EACH RATED TO DELIER 426.5 LITRES PER SENCOND. 

THE ASSOCIATED EQUIPMENT INCLUDES 11.0 KV/3.3 KV SWITCH- 
GEAR, TRANSFORMERS, 3.3 KV ELECTRIC MOTORS, THE CONTRACT 
PERIOD WILL BE 24 MONTHS. 

TENDER DOCUMENTS MAY BE PURCHASED FROM 2 ND AUGUST 1976 
ONWARDS BY SUITABLE FIRMS OR THEIR OFFICIAL AGENTS FROM 
EITHER THE SEWERAGE PROJECTS COMMITTEE, PO BOX 3487, 

FAYED BUILDING, HAMDAN STREET, ABU DHABI, ON PAYMENT 
OF 2,000 DIRHAMS OR FROM JOHN TAYLOR AND SONS, ARTILLERY 
HOUSE, ARTILLERY ROW, LONDON SW1 P 1RY, ON PAYMENT OF 
300 POUNDS STERLING 

TENDERS SHOULD BE DEPOSITED AT THE OFFICES OF THE 
SEWERAGE PROJECTS COMMITTEE IN ABU DHABI NOT LATER THAN 
18.00 HOURS ON MONDAY 1ST NOVEMBER, 1976. 

1 1. TO BE FINANCED FROM AB DHABI DEVELOPMENT 
BUDGET. 

STERNER 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 05 AUG 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976ABUDFI02129 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760301-1302 
From: ABU DHABI 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760885/aaaacwqy.tel 

Line Count: 142 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 3 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 ABU DHABI 1364 
Review Action: RELEASED, APPROVED 
Review Authority: SmithRJ 
Review Comment: n/a 
Review Content Flags: 

Review Date: 1 2 APR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <12 APR 2004 by ReddocGW>; APPROVED <09 DEC 2004 by SmithRJ> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FOEIGN GOVERNMENT TENDER: SUPPLY AND ERECTION OF SEWAGE PUMPING PLANTS. 

TAGS: BTIO, TC 
To: COM 
Type: TE 
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